Website offline archives
========================


* Text and HTML file encoding could be KOI-8R, CP1251 or CP866.

* Descr.WD3 files, if exist, were made by Offline Explorer
File structure (from 
http://forum.metaproducts.com/Post.aspx?ID=3221&AspxAutoDetectCookieSupport=1
):

-----------------------------------------------------------

Oleg Chernavin 5/18/2004 4:11:00 AM

Descr.wd3 files reside in each directory Offline Explorer creates and 
contain information regarding all downloaded files in the directory:
- file name
- original file URL
- date of the last modification on Web server (to check for updates)
- file MIME type as it was returned by Web server (this is useful for offline browsing)
- a sign, if a .primary file was created or not.

Although all these files could be deleted, it is not recommended because
this may make Web site updates and offline browsing less reliable.

Best regards,
Oleg Chernavin
MP Staff

-----------------------------------------------------------
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It is a binary file. Its structure is the following:

Size 4 bytes
FNSize 4 bytes
URLSize 4 bytes -- always zero
FileName x bytes File name as on disk
URL Name x bytes File name as in URL -- not used
Version 4 bytes
Modif.date 31 bytes
MIME type 36 bytes
Original file length (before parsing) 4 bytes
NeedPrimary 1 byte 0 if Primary is needed, 1 - if not

Oleg.

-----------------------------------------------------------

Filename  : darwin.hut.ru.zip
Size      : 340100
CRC32     : a45772d5
MD5       : e8fd6219d8576bbf7b20763f4d6599ac
SHA1      : 25e021914332c234977a638f7d53cc9e6cc96efb
SHA2-256  : f3e775dceeb1149be0161d730f78f3e17f622e2e76927d88fbfd677b12838307
SHA2-384  : ebcd1e17c23b09c6614f2143616b8ec7c321b5337275dadac9e0e02f8fc6c548706daf825d04b9dfe4b881d889425cd6
SHA2-512  : 1598f0aaface67531a6d4e2dc46c9537a50fb83de7360d3dea37d523d5aaacf25e6e21a4cd52cd0fbbb9821e2e88e7cee30df8a8b81be6238bc1c583e85545a3
SHA3-256  : 50655d5876915d8ab87df85a7fc3eb8556c6c4ee92731d60454787744fca0b18
SHA3-384  : 01c7e8f0d58f5a03d31d7590609767ce6736353bd4cf9737af1790fdc0ce07a2e8794b34d1650499f4dc8408c4f166cb
SHA3-512  : 7d49b1a8a5f1a4c8014c40cbaa5174d104257ab697fca48a4e00c144f7d5ee4dbf7b0e471fbba604854c9ee38e2a2f09ab9aefdd02c56739be120e3828201801
RIPEMD-160: 59752f2829f0a7df2cd3db8f62343bb0d61d40d5
WHIRLPOOL : c850131554f28374643f530b9bf465db6db2b20bdb7642e5fa787076e2d62f6ea4a32fce3a34b3c428b2c58c354beea2cc74c65bb1f357847f3faaa0beea68cd
ED2K      : c23ca2aebd85d10f338139c3905e7934
